Combination Vise, Anvil and Drill. 

Bloomfield Mfg. Company, Bloomfield, Ind., has just 
brought out the combined vise, anvil, drill and hardy here 
illustrated, which the company refers to as the New Ban- 



Combined Vine, Anvil, Drill and Hardy. 


ner tool combination. The hight of the device is 8% 
inches; width of jaw, 3% inches; jaws open, 6 inches; 
depth of throat, 5% inches. The jaws are faced with 
steel and polished; top of anvil is case hardened and pol¬ 
ished; anvil is provided with a good steel cut off or 
hardy; drill stock will take any common sized square 
shank drill bits; drills %-inch holes readily and Is cap¬ 
able of drilling both larger and smaller holes. It Is 
easily and quickly manipulated and can be converted 
from vise to drill Instantly by merely removing the drill 
bit The draw bar is made of steel T-rail and there are 
no screws or bolts to take out The draw bar can be 
taken out and by sliding the loose jaw off and reversing 
it it can be used as a portable drill. The tool is guaran¬ 
teed for one year. 



